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Drawings Sectional Committee, LM 02

FOREWORD This Indian Standard ( First Revision ) was adopted by the Bureau of Indian Standards, after the draft finalized by the Drawings Sectional Committee had been approved by the Light Mechanical Engineering Division Council. This standard was originally published in 1984. This revision incorporates a number of changes as a result of further experience gained and other developments taken place at national and international level in this field. IS 11154 is being printed in four parts. The other parts of the standard are as under: Part 1 Part 2 Part 3 Square and rectangular Circular nameplates, Triangular nameplates. are as follows: nameplates, and

In this revision, the main modifications

a) Plate sizes 8 mm, 10 mm and 12.5 mm have been incorporated. b) Table 1 and Table 2 have been modified to align this standard with the standards of developed countries and practices being followed in Indian industries. In the preparation of this standard assistance has been drived from JISZ nameplates' issued by the Japanese Industrial Standard Committee. 8304 : 1984 `Design standard for
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NAMEPLATES - DIMENSIONS
PART 4 ELLIPTICAL (
1 SCOPE This standard ( Part 4 ) covers dimensions elliptical and segmental nameplates. 2 REFERENCE IS 2102 ( Part 1 ) : 1993 `General tolerances : Part 1 Tolerances for linear and angular dimenindications sions without individual tolerance adjunct to this ( third revision ), is a necessary standard. 3 DIMENSIONS 3.1 Elliptical I. Nameplates with 4 Holes Nameplates with 2 Holes of

AND SEGMENTAL

NAMEPLATES

First Revision )
4.2 The nameplates shall be fixed longitudinally or vertically in case of elliptical shaped nameplates. 4.3 Fixing of the nameplates with holes may be by means of screws, drive screws, rivets, and nails. Clips and adhesive fixing shall be used for nameplates without fixing holes. 4.4 In case more number of holes are required for fixing the nameplates, then the centre distance of the holes shall be equally distributed and the fixing hole diameter shall be reduced. 4.5 If nameplates are subjected to severe stresses, and are in open air installations, provision may be made for holes of larger diameters. 4.5.1 The permissible variation given in 5 is also holes drilled on the applicable to the fixin mounting surface ( oft Ke part ) for the na eplate. I 4.5.2 Wherever the dimension `d' is not givenjin the Tables, it is to be taken that the nameplates \ are fixed byadhesives. "

See Table 3.2

Elliptical 2.

See Table

3.3 Segmental See Table 3.

Nameplates

.

4 GENERAL 4.1 The width of the mately 0.5 to 2.5 mm the holes.

1

5 TOLER&NCF

I

5.1 Allowable deviation for dimensions with&t border shall be approxidepending on diameter of 1 specified tolerance shall be according to IS 21302 ( Part 1 ) : 1993. s

!

$
1

1

IS 11154 ( Part 4 ) : 1994 Table 1 Dimensions for Elliptical Nameplates ( with Two Holes )

( Clause 3.1 )
All dimensions in millimetres.

WITHOUT

BORDER

WITH

BORDER

Nameplates axb 6'3 x 8

Size

of

e

f

Permissible
When

Variation for e Secured to Predrilled Surfaces

6'3 X 10 6.3 x 12.5 6'3 x 16 6'3 x 20 6-3 x 25 6.3 x 31'5 6.3 x 40 8.5 12 16 21 26'5 35

2 2 2'0 2 `2.5 2.5

8
8 8 8 8 8 8 8 8 10 IO 10 10 10

x10 x 12'5 x16 X20 x25 x 31'5 x40 x50 x63 x 12'5 x 16 x20 x25 x 31'5 8.5 12 16 20 26'5 35 45 58 8.5 12 15 20 26.5 2 2 2 2'5 2'5 2'5 2'5 2'5 f 0'25

2 2 2,5 2.5 2'5

2

IS 11154( Part 4 ) : 1994 Table 1 ( Continued ) Size of Nameplates axb

d
e

f

g

Permissible Variation for e When Secured to Predrilled Surfaces

10 10 10 10 10 x40 x50 x 63 x80 x 100 2.5 2.0

35 45 58 74 94 2'5 2'5

!

2'5 3.0 3.0

0'8

_.
12'5 x 16 12.5 x 20 12'5 x 25 12.5 x 31'5 12'5 x 40 12'5 x 50 12'5 x 63 12'5 x 80 12'5 x 100 12'5 x 125 2'5 -2

_
12 15 20 26'5 35 45 57 74 94 119 2 2'5 2'5 2'5 2'5 2'5 3.0 3.0 3'0 3.0 1'0 1'0 0'8 + 0'25

16 16 16 16 16 16 16 16 16 16 x x x x x x x x x x 20 25 31.5 40 50 63 80 100 125 160

15 20 26.5 35 44 57 74 94 119 154 2'5 2'5 2'5 2'5 3 3 3 3 3 3 1'0 0'8

20 20 20 20 20 20 20 20 20 20 x x x x x x x x x 25 31'5 40 50 63 80 100 125 160 2'5 2 0

-20 26'5 34 44 57 T4 94 119 153 193 3.0 2'5 2.5 3'0 3.0 3.0 3.0 3'0 3'5 3.5 1'5 1'2 -1 0.8

x 200

3

IS 11154 ( Part 4 ) : 1994 Table
Size of Nameplates uxb d
e

1 ( Concluded )

f

g

Permissible Variation for c When Secur;iae Predrilled -

25 25 25 25 25 25 25 25 25 25

x x x x x x x x

31'5 40 50 63 80 100 125 160

3'0 3'0 3.0 3.0 3'0 3.0 3'5 3.5 3'5 3'5

0'8 0'8 1.0 1'0 1'2 1'2 1'6 1.6 2'0 2'0 f 0'3

x 200
X

250

Table

2 Dimensions

for Elliptical

Nameplates

( with Four Holes )

( Clause 3.2 )
All. dimensions in millimetres.

WITH
Size of Nameplates axb

BORDER

f
.___

g

Permissible Variation for e, and es When Secured to Predri!led Surface

-_-____ 1

31'5 x 31'5 x 31'5 x 31'5 31'5 x

40 50 63 80 2'5 25.5 25.5 25.5 24.5 24.5 24'5 24'5

3'0

'

44 57 74 93 118 153 193

3'0 3'0 3.0 3.5 3'5 3.5 3'5 4'0 2'5 4'0 ~2 1'6 + 0'2 1'2

x 100

31'5 x 125 31'5 x 160 31'5 x 200 31'5 x 250 31'5 x 315

s

_----

3

23'5

242 307

23.5

4

IS 11154( Part 4 ) : 1994 Table 2 ( Continued ) Size of Nameplates
aXb

d

el

ea
-

f

g

Permissible Variation for e, and e, When Secured to Predrilled Surface

40 40 40 40 40 40 40 40 40 40

x x x

50 63 80 2

34 34 33 33 33 33 32 32 3 30 30

44 57 73 93 118 153 192 242 305 390

3.0 5'0 3.5 3.5 3'5 3'5 4'0 4'0 5'0 *O 3'2 --_ 2'5 2

;

1'2 1'6

x 100 x 125 x 160

x 200 x 250 x 315 x 400 -

_63 80 2.5 43 43 43 43 42 3.0 42 40 3'5 40 37 4'0 37 56 73 93 118 152 192 240 305 387 487 6.5 5'0 4'0 3'5

50 50 50 50 50 50 50 0 50 50

x x

1'6 I.6 2'0 2'0 2'5 f 0.2

x 100 x 125 x 160 x 200 x 250 xi15 x 400 x 500

I

2.5 3.2 _

:

3'2 4'0 4'0

63 63 63 63 63 63 63 63 63 63

X

80

56 56 55 3.5 55 53 -4 53 50 50 5 47 47

s73
93 117 152 190 240 302 384 484 614

3'5 3'5 4'0 4'0 5.0 5'0 6.5 6'5 8'0 8.0 4 4 5

i

2'0

x 100 x 125 x 160 x 200 X 250 x 315 x 400 x 500 x 630

2'0
2'5 2'5 3'2 3'2 4.0 4'0 5'0 5'0 -__

1

.80 80 80 x x x 100 125 160 3 3 3'5 72 72 70 92 117 I"0

3 3 3.2
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IS 11154( Part 4 ) : 1994 Table 2 ( Continued )
Size of Nameplates oxb II 80 80 80 80 80 80 x x x x x x 200 250 315 400 500 630 3.5 70 73 67 64 64 60 d el I 190 243 302 384 484 SlO 5 6.5 6'5 8 8 10 -90 90 87 87 84 84 80 80 115 150 187 237 299 384 480 610 5 5 6.5 6'5 8 8 10 10 3'2 3.2 4 4 5 5 6.3 6'3 + 0.2 3'2 4 4 5 5 6'3 e2

f

g -

Permissible Variation fol and e, When Secured tc Predrilled Surface

-_
100 100 100 100 100 LOO 100 100 x x x x x x x x 125 160 200 250 315 400 500 630 . . .) 125 125 125 125 125 125 125 x x x x x x x 160 200 250 315 400 500 630 4 4 5 5 6 6 7.5 3'5 3'5 4 4 5 5 6 6

_ ---_
112 112 109 109 105 105 105 147 187 234 299 380 480 610 6'5 6'5 8 8 10 10 12'5 4 4 5 5 6'3 6.3 8

_160 160 160 160 160 160 x x x x x x 200 250 315 400 500 630 5 5 6 6 7.5 7'5 144 144 140 140 135 135 184 234 295 380 475 605 8 8 10 10 12'5 12'5 5 6 6'3 6'3 8 8

. _

200 200 200 200 200
x

t_ 0.3 180 180 175 175 168 230 295 375 475 598

250 315 400 500 630

6 6 7.5 7.5 9'5

x x x x

6

IS 11154 ( Part 4 ) : 1994 Table 2 ( Concludid )

250 250 250 250
3 15 315 315 400 400

x 315 x 400 x 500: x 630
x x x x x 400 500 630 500 630

6'0 7.5 9'5: 9'5
9'5 9'5 11'5 11.5 11'5

225 225 218 218
283 283 275 360 360 !

290 375 468
598 368 468 590 460 590

12'5 12'5 16 r
16 16 16 20 20 20

8 8 10.
10 10 10 12'5 12'5 12'5 +_ O-5

.
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IS 11154 ( Part,4

) : 1994 Table 3 Dimensions for Segmental ( Clause
All dimensions

Nameplates

3.3 )
in millimetres.

d WITHOUT BORDER

= 60'

OR 90'

OR 120' WITH BORDER

,
Plate

_g
d

Size

w

f

No.

of

Holes

I

Dia

of Parker Screw

/

12'5

16 --

-I
12'5

1

2'5

20

i-

25 31'5

2

2

1'5 40 50 63 16 80 2 100 20 125 2'5

3

4

2'5

-

8
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